met that day with management representatives Mr. Gearhart,
Mr. Poles, Mr, Tenney, and Mr. Bill Pritt.  Mr. Beckman
stated that after telling them what had occurred, he was told
to go back to work that same day, and he did (Tr. 299).

Mr. Beckman confirmed that Mr. Paugh was in a fight with
Mr. Terry Lucas in 1980, and he explained that while moving a
belt, they exchanged words and Mr. Paugh jumped on Mr. Lucas
and threw him to the ground, and they wrestled around until
someone broke it up and told them to "straighten up or you're
going to get fired." Nothing further was said about the
incident, and it was not reported to the foreman because they
would have been fired (Tr. 300).

Mr. Beckman confirmed that he has never been harassed by
Mr. Johnson, that Mr. Paugh has never complained to him about
being harassed by Mr. Johnson, and he could not recall
Mr. Paugh raising any safety complaints during any of the
Monday safety meetings (Tr. 301).

On cross-examination, Mr. Beckman confirmed that
Mr. Sisler was filling in for Mr. Prinkey on the crew during
the week in question, and he explained the work procedures
and confirmed that for the 3 days during the week in ques-
tion, Mr, Paugh seemed to be working slower than him (Tr.
301-306).  He also explained the procedure for "spotting" and
checking the bolting pattern, and confirmed that he wasn't
too happy with the manner in which Mr. Paugh was helping him
on the day in question (Tr. 308, 309-312).

Mr. Beckman confirmed that he complained a lot to
Mr. Johnson and Mr. Polce about Mr. Paugh (Tr. 314).
Mr. Beckman confirmed that he told Mr. Johnson that Mr. Paugh
had pushed him against the bolter, but that he could have
said that a "big hit on the back pushed me in" (Tr. 316).  He
also confirmed that he told the management team at the Friday
meeting that Mr, Paugh "either hit me or pushed me in the
back or something and knocked me into the bolter" (Tr. 318).
Mr. Beckman confirmed that Mr. Paugh did not "strike him" and
that they did not exchange blows. When asked whether they
were in "a fight," he responded "No.  I turned around and
grabbed his hands because I didn't know if he was going to or
not.  I just grabbed his hands to try and protect mvself"
(Tr. 323).                                                                                    J

Mr. Beckman stated that after he was suspended,
Mr. Prinkey and other miners told him that he too would end
up being fired, and that they harassed him because "I went
and told on him for pushing me into the bolter." He stated

846 was working on a crew with
